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& March 1958 


SUaJEGT: FAK Spares for 3-Channel Data Reduction Zquipment 
Cs 2Z25X1A 
weapon System Supoort Center 


fieference your letter dated 30 January 1955, file no. 1586, 
game subject as. above. Comments pertaining to tue recomienied FAK 
and Sepot Spares Lists for 4, 3, C, and F racks, which were forwarded 
by your letter dated 16 Jecember 1957, were sent to tho contracting 
officer on 26 December 1957. He, in turn, included these comments 
in his approval letter dated 12 February 1956 to the contractor. 


The problem presented in the referenced letter was discussed 
by Bruce and Dan on 20 February 1958. The attached letter no. 24628 
dated 21 February 1758 in regard te this matter has been receivad from 
Dan, 4g he bas stated, it 16 pessible that the apares received by 
you axe items which the contractor was authorized to deliver under 
previcugly approved lists. Please furnish this offico the information 
requested in paregreph 4 of Dan's letter in order that a determination 
can be made as to the contractor's authority to deliver the items in 
question, 
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